From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Clemmer, Jill (DPH) 

Wednesday, November 23, 2011 10:06 AM 
Dunn, Ceci (DPH); Connolly, Grace (DPH) 

Medina, Nicole (DPH); Corbett, Kate (DPH); Gates, Michelle 
Request Update on Nursing Mothers' Room 
nursing-mothers-memo_HRD_Nov2011.doc 


Hi Ceci & Grace - 

I’ve attached a recent memo from HRD regarding the requirements of a Nursing Mothers’ Room for State Agencies. The 
Nursing Mothers’ room here at the State Laboratory is a bathroom, which contradicts the law (as presented in the 
memo). I trust that consideration of more appropriate locations is underway. Please provide an update in relation to this. 

Thank you, 

Jill 

Jill Clemmer 

Laboratory Supervisor/MOSES BOD 
Massachusetts Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South St., room 309 
Jamaica Plain, MA 02130 
617-983-6657 

617-983-6662 FAX 
website: www.mass.gov/dph 
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